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16.     10'

16.     Welding helmet, gloves and apron

17.     Tho vontillation on laboratory goggles is hooded so that caustic materials cannot enter.

18.     90 decibels

19.     Any three of the following;

a.    Falling or rolling objects

b.    Slipping

c.    Heat

d.    Spills

e.    Shock

(Count 1 point for first correct answer and 1 point for next 2 correct. Total of 2 points.)

20.     When the air is laden with irritating particles such as dust; fibers; wood, metal, or stone
particles.

Scoring:

Questions fil, 3, 4, 7, 8, 9, 11, 12,14,15,17,18 and 20 each count 1 point. Questions n> 5,6,10,13
and 19 each count 2 points, one for each of the parts as indicated on the answer sheet.

You must score a minimum of 22points to complete your work in this module successfully. If
necessary, repeat your work in various chapters of this booklet.b.   Materials for jagged and sharp edges
